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FOREWORD 


This Indian Standard (Third Revision) was adopted by the Bureau of Indian Standards after the draft finalized by 
the Cutting Tools Sectional Committee had been approved by the Production and General Engineering Division 
Council. 


This standard was originally published in 1971, subsequently revised in 1982 and 1995. This revision has been 
taken up to align with the international practices by taking assistance from ISO 3859 : 2000 “Inverse dovetail 
cutters and dovetail cutters with cylindrical shank’. This standard is technically equivalent to ISO 3859 : 2000. 
The change made in this standard in comparison to ISO 3859 : 2000 is that the titles of the figures are changed as 
‘dovetail cutters’ for ‘inverse dovetail cutters’ and as ‘inverse dovetail cutters’ for ‘dovetail cutters,’ which 
seems to be typographical errors. Further, in place of ISO standards referred for dimensions, the corresponding 
Indian Standards have been substituted. 


For the purpose of deciding whether a particular requirement of this standard is complied with, the final value, 
observed or calculated, expressing the result of a test or analysis, shall be rounded off in accordance with IS 2 : 1960 
‘Rules for rounding off numerical values (revised)’. The number of significant places retained in the rounded off 
value should be the same as that of the specified value in this standard. 
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1 SCOPE 


1.1 This standard specifies the dimensions of inverse 
dovetail cutters and dovetail cutters with plain 
cylindrical shanks, flatted cylindrical shanks and 
threaded shanks. 


1.2 This standard applies to 45° and 60° dovetail cutters 
and inverse dovetail cutters with diameters of d, 
between 16 mm and 31.5 mm. 


2 REFERENCES 


The following standards contain provisions which, 
through reference in this text, constitute provisions of 
this standard. At the time of publication, the editions 
indicated were valid. All standards are subject to 
revision and parties to agreements based on this 
standard are encouraged to investigate the possibility 


of applying the most recent editions of the standards 
indicated below. 
IS No. Title 


8692 
(Part 1) : 2004 


Cylindrical shanks for milling cutters: 
Dimensional characteristics of plain 
cylindrical shanks (first revision) 
Dimensional characteristics of flatted 
cylindrical shanks (first revision) 
Dimensional characteristics of 
threaded shanks 


(Part 2) : 2004 


(Part 3) : 2007 


3 DIMENSIONS 


Dimensions of plain cylindrical shanks, flatted 
cylindrical shanks and threaded shanks shall be in 
accordance with IS 8692 (Part 1), IS 8692 (Part 2) and 
IS 8692 (Part 3)respectively read with Fig. 1 and Table 1. 


1A Dovetail Cutters 


1B Inverse Dovetail Cutters 
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Table 1 Dimensions 
(Clause 3) 
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>: Tolerance on d; [in accordance with IS 8692 (Part 1), IS 8692 (Part 2) and IS 8692 (Part 3)]. 
h8 for plain cylindrical shanks 
h6 for flatted cylindrical shanks 
h8 for threaded shanks 


Bureau of Indian Standards 

BIS is a statutory institution established under the Bureau of Indian Standards Act, 1986 to promote 
harmonious development of the activities of standardization, marking and quality certification of goods 
and attending to connected matters in the country. 

Copyright 

BIS has the copyright of all its publications. No part of these publications may be reproduced in any form 
without the prior permission in writing of BIS. This does not preclude the free use, in the course of 
implementing the standard, of necessary details, such as symbols and sizes, type or grade designations. 
Enquiries relating to copyright be addressed to the Director (Publications), BIS. 

Review of Indian Standards 

Amendments are issued to standards as the need arises on the basis of comments. Standards are also reviewed 
periodically; a standard along with amendments is reaffirmed when such review indicates that no changes are 
needed; if the review indicates that changes are needed, it is taken up for revision. Users of Indian Standards 
should ascertain that they are in possession of the latest amendments or edition by referring to the latest issue of 


‘BIS Catalogue’ and ‘Standards : Monthly Additions’. 


This Indian Standard has been developed from Doc No.: PGD 32 (1063). 
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